The Betzler Pen Ultimately 


Don't 
Drop 
Ink 

Don't Leak 
Always Ready 

Scientifically Con- 
structed 


Mechanically Correct 

Large Ink Reservoir 

One Finger Pressure Fills 
it Full 


Insures the results you have 
always hoped for 


So simple it needs no 
directions to operate it 


<d Suggestion — 

As a gift of ster- 
ling merit always 
highly valued 


Guaranteed 
Genuine 14 Karat 

Solid Gold Pens with Best 
Quality Genuine Iridium Tips 


You will Demand the 


Insured 

Self Filling 

Betzler 

Fountain 

Pen 


( « 


Guarantee 

Insures 

tliat the 

'Betzler 
Pen 3 9 w hi 

Write Instantly, 
will Not Drop Ink, 
is Self Cleaning, is 
Non-Leakable and 

Self Filling 

FOR SALE BY 


Donated to the P.C.A. Library by L. Michael Fultz 
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The Betzler Pens (Guaranteed) The Betzler Pens A 

^ Metal Part, XO Holes in Barrel / fjf Scientifically Correct. Mechanically J* 

A^o^o^ 1 WD // J/"*- ^DegandyChasedHolde. jflf Mottted 

Ay Fnyect.ons. A<? J£ Writes at Touch of the Pen to Holders. 

17' uJ? Exposed PiU ^^r B - d Papcr - inkFi ™*<*^ p z™ 

J5$X2W ^Expand^ Best Quality Turned ^ MBf 

A r 0 Parts that Obstruc^«^^^^ . . Contract Rubber ^■E^ Pen Size No. 1, $2. 00 

^ arBtllatCjll ^«j^ 7y « D f^/ » Heavy 14 Karat JKzM &me wit h PI»*n, 

iC^JfjC^F - :jler o un JHSF Narrow Gold Band 

is the Pen for Real, Daily ^ Gold Pens jKjf p e „Si*e No. l . . . $ 2 .25 

^ ^ ^ Service Highest jjjEts ' " 2 - • • 2.rs 

Whirle- f/WvW Fitted with Latest Fast Thread Tins >^BwL m ... , T ,f**5 nI1J 

i/^r f/m r ^ . ^ P AriHEBT Same with | Inch IS Karat Rolled 

gigs /^F screw Cap, that Can't Come Off or J^Hiv Plate Fa '8 ree Mounting 

/Or /^T Become Lost, Closes Pen Point Air ^MBar Pen S«e No. l JJ.00 

iNWr rif Tight and Prevents Ink Drying. A Pen [jg7 a^m^Sm " " "3 

*r Rejidy to Write at FirstStrokc is Assured MB$rW " " " 4 • • • ♦ • • 4 - 7 * 

^rearf Screw Cg/> c 

MADE ONLY BY tiB^KflW ESTABLISHED 1892 

THE BETZLER & WILSON FOUNTAIN PEN CO. The experience of twenty-three years 

r »^^ <,c "" w to Tm * fountain pen building produced this 

FACTORY - - - AKRON. OHIO ^RBr unexcelled pen. 
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Don't 
Drop 
Ink 

Don't Leak 
Always Ready 


The Betzler Pen 

Insures the results you have 
always hoped for 

So simple it needs no 
directions to operate it 


Scientifically Con- 
structed 

Mechanically Correct 

Large Ink Reservoir 

One Finger Pressure Fills 
it Full * 

Guaranteed 


Genuine 14 Kara 

Solid Gold Pens with Best 
Quality Genuine Iridium Tips 


A Suggestion — 

As a gift of ster- 
ling merit always 
highly valued 
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Pen 
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Write Instantly, 
will Not Drop Ink, 
Self Cleaning, is 
Non~Leakable and 

Self Filling 
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Donated to the P.C.A. Library by L. Michael Fuitz 


The Betzler Pens {Guar, 


Xou-l^eakable 


NO Metal Pans. NO Holes in Barrel f J 
NO Slots in Barrel. NO Leveies in / ^ J/jf N0 
Barrel. NO Metal Bars in Barrel « # / ft PartS 
NO Projections. NO Depres- * S //to Rust 
sions. 4 V0 Exposed Parts 
NO Locks 


xV<9 Parts that Obstruct 
the Fingers 



NO Parts that Can 
Leak 


The "Betzler" 

is the Pen for Real, Daily 

rd Service 

Fitted with Latest Fast Thread 
ScrevvCap,that Can't ComeOff or 
Become Lost. Closes Pen Point Air 
Tight and Prevents Ink Drying. A Pen 
Ready to Write at FirstStroke is Assured 


anteed) The Betzler Pens 

Self Filling 

Scientifically Correct Mechanically 
Perfected. Simplicity Itself, 

Smooth, Elegantly Chased Holders jjflf Mottted 
Writes at Touch of the Pen to ^■KpF Holders. 

Paper. Ink Flow Regulated FRlCES 

^^^M Sty I* A 

jSKR Fully Chased 
Best Quality Turned , JHF SS!^" **** 

Rubbcr i mmrW P^sbeNo. 1,52.00 

*jmmm " " " 2, 2.50 

Lightest in Weight JHW " « " \\ l[H 

fi^KPW Style B 

Heavy 14 Karat JSEw Same w * th N ««t Pkin, 
o u n iJHKtr Narrow Gold Band 

Solid Gold Pens JB¥ D c . VT 4 

^Kgv Pen Size No. 1 . . . $2.25 

^Highest J&^BiW u " " 2 2 75 

Quality ^Kt £< 3 .* : : j.^s 

T JKf " " 4 ... 4 25 

indium vtlHMH 

T . J^KtiP Sty( * C 

1PS ittHpfW Samc wlth * Inch 38 Karat Rolled 
Jjj^KEZgW ^ latc Fih*g r ee Mounting 

G^KBPSm ** tn Size 1 • • • S3 00 

f57 JK# " " " 2 .... . 3^0 

15 7 JSt&W *' 3 . , . . . 4.00 

JBKW " " "4 4.75 


Qi/m* Thread Screw Cap 


MADE ONLY BY 

THE BETZLER & WILSON FOUNTAIN PEN CO. 
Manufacturers to tkm Trade 
FACTORY - - - AKRON, OHIO 
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ESTABLISHED 1892 

The experience of twenty-three years 
fountain pen building produced this 
unexcelled pen. 


Donated to the P.C.A. Library by L. Michael Fultz 


